
Vho has the most power in the 
nd the most exiting game mach 


exiting game machine? Sigma has it with Rolling Star Fire. グ 


A journey to the mairelous >noi 


"player’s operation 


irld for tomorrow!! 




lever, the cock pit of Rolling Star 
Fire inclines to agreat extent, 

and left simultaneously with 
movement of screen. 

• Stream lined cock pit and its 
into consideration are more 

play can be adjusted 
60, 70,80,and 90 


• Bymserting^to J 


• Detect enemy ^hter^thro^g^ladar, then capture them in a sight- H: 57Jnch_(69 inch at the maximum 
finally attacked by pressing the ladar-firing button. W: 28 inch (39 inch at the maximum 

make it extend the gaming time. (Bonus point is adjustable) D: 67 inch (77 inch at the maximum 

his or her initial name (3letters in alphabet): Weight: 441lbs 
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